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Mq non-compliant iterrts ideniilied during this inspection. 


The inspection and exit inten^'iew were conducted t>y Dr, Amanda Owens (VMO], Dr, Jami Niemann (SACS), and the 
ownar. 


AMANDA OWENS, D.V.M. 


By; 
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Title; VETERINARY MEDICAL OFFICER Inspector 6033 
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